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PREFACE 


This appendix covers the operation and programming of the CIU931 for the DATANET-30 
computer, 


Information for the operation and programming of the CIU931 for a GE-400 or -600 Series 


system will be foundinthe appropriate manuals for the computer interfacing with the DATANET-30 
CIU931. 


Suggestions and criticisms relative to form, content, purpose, or use of this manual are invited, 
Comments may be sent on the Document Review Sheet in the back of this manual or may be 
addressed directly to Documentation Standards and Publications, B-90, Computer Equipment 


Department, General Electric Company, 13430 North Black Canyon Highway, Phoenix, Arizona, 
85029. 


(c) 1965, 1967 by General Electric Company 
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COMPUTER INTERFACE UNIT (CIU931) 


GENERAL DESCRIPTION 


The CIU931 Computer Interface Unit provides the means for connecting the DATANET-30* and 
a GE-400 or -600 Series computer (Figure D-1). 


The computer interface unit (CIU) connects into the buffer selector of the DATANET-30 and into 
one standard input/output channel of the other computer, The buffer selector address of the CIU 
is specified by the buffer selector address channel for the CIU. Since the CIU connects the DATA- 
NET-30 with either a GE-400 or -600 Series computer, for the purposes here, both of these 
computers will be referred to as the “external computer,” 


DATANET-30 I/O CHANNEL 


GE-400 Series Computer 
GE-600 Series Computer 


c1IU931 


Figure D-1. CIU931 Connecting a DATANET-30 with an External Computer 


Data is transferred in both directions but only in one direction at a time, Control of the direction 
of data flow is established and maintained by either the external computer or the DATANET-30, 
Should both the DATANET-30 and the external computer desire control at exactly the same time, 
the externalcomputer is given priority, — - 


As shown in Figure D-2 more than one CIU can be installed ina DATANET-30, Each CIU 
occupies two modules, There is no restriction on the number used, other than the physical space 
occupied, . 


*DATANET, Reg. Trademark of General Electric Company. 
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GE-600 GE-400 
DATANET~30 


Remote Terminals 


Figure D-2. DATANET-30 with Two CIU931's 


Data Transfer 


The CIU has an 18-bit buffer, Data is transferred one character at a time to or from the external 
computer and one DATANET-30 word at a time to or from the DATANET-30, The CIU contains 
the necessary shift circuitry to accumulate characters into words and separate sequential 
characters, depending on the direction of datatransfer. Data transfer is illustrated in Figure D-3, 


External 
DATANET -30 CIU Computer 
6 Bits + 
Odd Parity 


18 Bits, No Parity 


Parity 
Generated 


CIU 


6 Bits + 


18 Bits, No Parity Odd Parit 
arity 


Checks and 
Removes Parity 


Figure D-3. Data Transfer Through a CIU931 


DATANET-30 TO THE COMPUTER INTERFACE UNIT, When the CIU has received a word from 
the DATANET-30, a signal for the external computer to read is generated, The external computer 
initiates the transfer of one character at a time from the CIU, When the three characters have 
been transferred, the CIU notifies the DATANET-30 that another word can be transferred, The 
DATANET-30 program then transfers another word to the CIU, This process continues until 
the DATANET-30 or external computer sends an End Data Transfer signal to the CIU, 


EXTERNAL COMPUTER TO THE COMPUTER INTERFACE UNIT. When the CIU has received 
three characters from the external computer, a signal for the DATANET-30 to transfer the three 
characters is sent to the DATANET-30, The DATANET-30 program must detect this signal and 
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transfer the data from the CIU, When the data has been transferred from the CIU, the external 
computer can transfer three more characters to the CIU., This process continues until the 
external computer or DATANET-30 sends an End Data Transfer signal to the CIU, 


DATA FLOW THROUGH THE COMPUTER INTERFACE UNIT. Whendatais transferred from the 
CIU to the external computer, the most significant character of the DATANET-30 word is trans- 
ferred first and the least significant last, 


Characters received by the CIU from the external computer are assembled into a three-character 
word, The first character is transferred to the most significant part of the DATANET-30 word 
and the third character is transferred as the least significant, 


If an End Data Transfer signal is received from the external computer before a full three- 
character word is shifted into the CIU, the characters in the data register are shifted to the 
most significant positions, Zeros are inserted by the CIU into the unfilled character positions 
before the word is transferred to the DATANET-30., 


Performance Summary 


The following lists the performance characteristics of the CIU931: 
Data medium--Contents of memory, 


Speed--Up to 39,000 character per second, depending on the DATANET-30 program and the 
type of a standard channel in the external computer, 


Data format--Oriented in accordance with the program, 

Operational mode~--On line under program control, 

Checks--Parity check performed by the CIU on each character during data transfer from the 
external computer to the CIU and parity generated on each character during data transfer 


from the CIU to the external computer, 


Controls and indicators--None in the usual sense, except for manual reset button on the 
control panel of the DATANET-~30, All other controls and indicators are by program only, 


STATUS CONDITIONS 


A total of six status indications may be presented to the DATANET-30, Status is transmitted 
on the four external status lines, numbers 3, 4, 5 and 6, Status codes are defined in Figure D-4, 


CODE STATUS MEANING 

NES 

6543 

0000 Ready The CIU is ready to receive a Write Initiate 
instruction, 
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CODE STATUS MEANING 


1000 Busy The previous command has been accepted, No 
more commands may be transmitted until ter- 
mination of this command, 


‘0010 Command This status is caused only by animproper sequence 
Rejected of instructions from the DATANET-30, The 
DATANET-30 is not notified if a command by the 

external computer is rejected by the CIU. 


0100 Intermediate The CIU is waiting for a Read Response command 
from the computer to which Intermediate status 
is presented, 


0001 Parity This indicates that a parity error occurred, 
Error 
0011 Time-Out This indicates a time-out occurred, 
/ 


Figure D-4, Permissible Status Returns to the DATANET-30, 


ERROR CONDITIONS 


Parity Error 


A parity error occurs only during data transfer from the external computer to the CIU, A Time- 
Out or Parity Error status and a Terminate are presented to both the external computer and the 
DATANET-~30, The status must be detected by each. 


Detection of a parity error on data from the external computer causes the data transfer to cease, 
The data flag (NES1)is not set, Data included in that transfer to the CIU is lost. The DATANET-30 
program needs to determine Time-Out or Parity Error status because the external computer will 
try to send the same data again, starting with the functional message, The Time~Out and Parity 
Error status and Terminate must be reset by the DATANET-30 program, 


In the event of a parity error, the following conditions prevail: 

1, The external computer must start entire transmission over again, 

2. The external computer must start with a Write Initiate instruction, 

3. The status remains in the CIU until the external computer issues a Write Initiate 
instruction, Prior to the Write Initiate, the following status is presented to the DATA- 
NET-30: 

a. Time-Out or Parity Error 


b. Terminate 
c, External status line 1 (NES1) not set 
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After the Write Initiate, the following status is presented to the DATANET-30: 


- Time-~Out or Parity Error 
Terminate 

. Special Interrupt 

- NES1 not set 


aor» 


The DATANET-30 must interrogate for over-all status and operating conditions. Time-Out or 
Parity Error and Terminate must be reset, The Special Interrupt indicates a Write Initiate 
instruction from the external computer, The above combination indicates that the preceding 
transmission will probably be sent again, 


The indication to the DATANET-30 that the entire data transfer has taken place is that a Terminate 
has been received with a Ready status and/or that the total number of words received agrees with 
the functional message, 


Data Transfer Timing Error (Time-Out) 


The data transfer timer is used as an error condition check on the operation of both programs, 
The timer is set for 100 milliseconds and is started from zero after each of the following: 


1, A Write Initiate (DEF 8) instruction from the DATANET-30, 

2. A Write Initiate (WDN) instruction from the external computer, 
3. A Read Response (DEF 9) instruction from the DATANET-30, 

4, A Read Response (RDN) instruction from the external computer, 


5. Data transfer to or from the CIU, 


The timer is running upon the completion of the functional message, Thus the DATANET-30 
and the external computer must analyze the functional message and reply within 100 milliseconds 
after the last part of the functional message is transferred from the CIU, 


In the event that the timer reaches 100 milliseconds (time-out) without either a Read Response or 
data transfer taking place, an error condition is assumed; and a Time-Out status with Terminate 
is presented to both the DATANET-30 and the external computer, Special Interrupt to the 
DATANET-30 is reset if the DATANET-30 does not answer a Write Initiate from the external 
computer, 


Should a time-out occur, the data transfer from the external computer ceases and the data flag 
(NES1) is reset, The entire data transfer must be sent again regardless of the direction of data 
transfer, The same Status conditions prevail as for a parity error, 


The DATANET-30 must detect the over-all status, Time-Out status and Terminate must be 
reset, If the direction of transfer was from the DATANET-30, the transfer sequence must start 
with a Write Initiate instruction, functional message, etc, The status to the external computer 
must be reset by the external computer, The timer starts again when the DATANET-30 issues 
the Write Initiate, 
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If the direction of transfer was to the DATANET-30, the status in the CIU must be reset; and the 
DATANET-30 must wait for the external computer to start the transfer sequence, 


Terminate 


The Terminate signal normally indicates the termination of data transfer, The Terminate signal 
is transmitted to both the external computer and the DATANET-30 along with the current status, 
The Terminate signal results normally from an End Data Transfer instruction to the CIU. The 
Terminate signal must be reset by the DATANET-30 program, A Terminate signal is also 
generated because of a time-out or parity error, 


Special Interrupt 


The Special Interrupt signal indicates to the receiving program that a valid Write Initiate has been 
accepted by the CIU. The CIU is now waiting for a Read Response from the program receiving 
the Special Interrupt, 


Functional Message 


The functional message consists of four DATANET-30 words, The CIU circuitry detects the 
transfer of the first four words (12 characters to the CIU) and temporarily halts data transfer, 


The contents of the 12 characters of the functional message can be in any format or sequence 
and contain whatever information is desired by the two operating programs, The functional 
message can contain the number of words to be transferred, the type of data, what is to be done 
with the data (store on DSU, punch on cards, request a reply), etc. Depending on the system 
operation, the first 12 characters can also be the first part of a message--that is, a header plus 
part of the text, In short, the first 12 characters transferred can be anything agreed upon by the 
two operating programs, 
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INSTRUCTION REPERTOIRE 


The instructions are classified under buffer selector instructions for the DATANET-30, They are 
the Drive External Function (DEF), External Status Lines (NES), and Register Transfer (TRA) 
instructions, The rules for using these instructions are the same as those for other DATANET-30 
buffer selector instructions, 


Drive External Function Instructions 


DEF1 


DEF2 


DEF3,4 


DEF5 
DEF6 


DEF? 


DEF8 
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Reset Data Flag--Resets the data flag of the shift register and enables 
three more characters to be transferred into the CIU from the external 
computer, 


Reset Data Flag--Resets the data flag of the shift register before an- 
other word is transferred into the CIU from the DATANET-30, 


Not assigned, 


Reset Terminate--This instruction must be given each time Terminate 
is presented to the DATANET-30, 


Reset Status-~Resets all status conditions to the DATANET-~30 except 
Intermediate, The CIU goes to Ready status, 


Not assigned, 


Write Initiate--Establishes control in the CIU for direction of transfer 
of data, The CIU sends a Special Interrupt signal and Intermediate 
status to the external computer, In order to start data transfer, the 
external computer receiving the Special Interrupt must then issue a 
Read Response command, 


A Write Initiate command is terminated by any ofthe following actions: 


Either the DATANET-30 or the external computer generates an 
End Data Transfer signal, 


When the Write Initiate is from the external computer and after 
data transfer from the external computer has started, the DATA~ 
NET-30 issues a Write Initiate instruction (after the functional 
message), 


The CIU is reflecting Busy status to either the DATANET-30 or 
external computer or both and no data has transferred for 100 
milliseconds, 


If the CIU receives simultaneous Write Initiate instructions, the 
external computer is given priority, The instruction issued by the 
DATANET-30 is not accepted and Intermediate status is indicated to 
the DATANET-30, 


The external computer can also take priority if the external computer 
issues a Write Initiate after the DATANET-30 instead of a Read 
Response, The Write Initiate from the DATANET-30 is canceled, and 
Intermediate status with Special Interrupt is indicated to the 
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DEF9 


DEFO 


DATANET-30, A Read Response instruction must now be given by the 
DATANET-30, The Write Initiate from the external computer replaces 
and cancels the Write Initiate from the DATANET-30. 


Read Response--Enables transfer of data from the external computer 
to the CIU, This is issued by the DATANET-30 in reply to a Special 
Interrupt from the CIU and after the functional message, 


A Read Response instruction is accepted by the CIU only when it is 
reflecting Intermediate status, Acceptance of the instruction changes 
status to Busy. 


End Data Transfer--Indicates to the CIU that data transfer has ceased, 
This instruction is issued by the program when the entire data transfer 
has been completed by the DATANET-30, 

The End Data Transfer signal causes the CIU to: 


1, Store the End Data Transfer signal until the external computer 
has taken all three characters before issuing the Terminate signal, 


2, Send a Terminate signal to both the external computer and the 
DATANET-30, 


3, Leave the CIU data flag (NES1) in a reset state, 


4, Indicate Ready status to both, 


External Status Lines 


NES1 


NES2 
NES3 
NES4 
NES5 
NES6 
NES7 
NES8 


NES9 
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The data flag--~Set when the CIU is ready to transfer another word to 
or from the DATANET-30, Reset when a word is transferred to or 
from the DATANET-30, This condition is indicated for data flow in 
both directions, 


Not used, 


CIU status lines-~These four lines represent the code for the status 
conditions, Status is present at all times on these lines, 


Not used, 
Not used, 


The Special Interrupt signal--Set when the CIU sendsa Special Interrupt 
as the result of a Write Initiate command from the external computer 
to the CIU. The DATANET-30 program must test this line every 
basic program cycle or in time to prevent the 100-millisecond timer 
from running out, 
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The Terminate signal--Set when the CIU sends a Terminate signal 


NESO 
indicating end of data transfer, 


Register Transfer Instruction 


TRA FROM, TO Data is transferred from or to the CIU. 
Examples: 
TRA R,B Data is transferred from the CIU to the B-register, and the CIU data 
flag (NES1) is reset, 
TRA B,T Data is transferred from the B-register to the CIU, and the CIU data 


flag (NES1) is reset, 
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PROGRAMMING CONSIDERATIONS 


Output Signals to the DATANET-3O 


Output signals from the CIU tothe DATANET-30 are generated in the CIU as shown in the following 
table, 


From External Computer to the CIU From the CIU to DATANET-30 
End Data Transfer Terminate with Ready status 
Data transfer causing a parity error or Terminate with Parity Error status 


a time-out error 


Write Initiate Special Interrupt with Intermediate status; 
Terminate with Intermediate status 


Read Response Data flag (NES1) set with Busy status 
3 characters Data flag (NES1) set with Busy status 
Commands being Rejected because of No signal 


Parity error 
Invalid code 
Improper Sequence 
Request status No signal 


Reset status No signal 


DATANE T= $0 —@—_—_—______________ 


D-10 


Instruction Sequence of Operations 


EXAMPLE A. In Figure D-5, assume that nothing is happening and the CIU is in Ready status, 
When the external computer issues a Write Initiate (WDN) instruction, the CIU sends a Special 
Interrupt signal to the DATANET-30, The CIU is now busy to the external computer and in 
Intermediate status to the DATANET-30, When the DATANET-30 issues a Read Response, the 
CIU goes busy to the DATANET-30; and data transfer occurs, The functional (control) message 
is transferred first, After the functional message has been transferred, the CIU halts data 
transfer and sends a Terminate and Intermediate status to the DATANET-30, There are two 
possibilities at this point: 


1. 


The DATANET-30 can accept data (Figure D-5). A Read Response is issued by the 
DATANET-30, and data transfer continues until an End Data Transfer is sent from the 
DATANET-30 or the external computer, The CIU sends Terminate signals to both 
computers, 


The DATANET-30 cannot accept data (Figure D-6), The DATANET-30 issues a Write 
Initiate to the CIU, and a Terminate is sent to the external computer, The external 
computer issues a Read Response to find out why the DATANET-30 cannot accept data, 
A functional message is transferred, the DATANET-30 issues End Data Transfer, and 
the CIU sends a Terminate to both computers ending the sequence, This ends the 
Sequence started by the external computer, 


If the DATANET-30 issues a WRI for the purpose of rejecting a functional message, the 
DATANET-30 must issue an End Data Transfer after the functional message for reject, 
If the DATANET-30 is then to transfer data, it must originate a new WRI sequence, 
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Status of CIU 


Intermediate Intermediate 
Ready 
EXTERNAL Error 
COMPUTER Condition DATANET ~30 
Write -~ Sseeteret 
—. nterrup 


Read 
Response 


Initiate ae * & 
Functional DATA |TRANSFER, e 
Message > 12 CHARACTERS 
=——= = == : Terminate 
Transfer 
Data 


| 


Read 
Response 


DATANET ~30 
Examines Func- 
tional Message. 
End Data 


Reset Terminate 
Transfer 


Terminate 


Terminate 


END OF SEQUENCE 


Figure D-5. Transfer Sequence from External Computer 
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Status of CIU 


Intermediate Intermediate 
Ready Ready 
EXTERNAL Error 
COMPUTER Condition DATANET- 30 
Special 
Write Interrupt 
Initiate 
Read 
Response 
FUNCTIONAL DATA TRANSFER, 
———— 
MESSAGE 12 CHARACTERS 
cS Nee ee Ses, 5 soy Se aes ms es Yin rin” Ses” thn Sas ama, Sos: >. a oe Terminate 
DATANET- 30 
Examines Func- 
tional Message. 
Cannot accept 
ah ee data at this 
oo tae time. 
Terminate ; SS 
fl Reset Terminate, 
Read Write 
Response Se SS SS SS SS nitiate 
12-Character Message, wap ate 
Nonacceptance of Data Transfer 
te Nt a te te a ee eae eet = End Data 
Transfer 
Terminate E 


Terminate 


END OF SEQUENCE 


Figure D-6. Data-Not-Accepted Sequence (External Computer to DATANET-30) 
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EXAMPLE B. In Figure D-7, assume that nothing is happening and the CIU is in Ready status, 
When the DATANET-30 issues a Write Initiate instruction, the CIU sends a Special Interrupt signal 
to the external computer, The CIU is now busy to the DATANET-30 and in an Intermediate status 
to the external computer, When the external computer issues a Read Response, the CIU goes 
busy to the external computer, the data flag is set (NES1), and data transfer occurs, 


The functional (control) message is first transferred. After the functional message has been 
transferred, the CIU halts data transfer and sends a Terminate and Intermediate status to the 
external computer while the external computer processes the functional message, The CIU is 
again in an Intermediate status, This status remains until the external computer is ready to 
accept more data, When the external computer issues a Read Response, the data flag is set 
(NES1); and data transfer can again occur, Data transfer continues until an End Data Transfer 
Signal from the DATANET-30, The CIU sendsa Terminate to both computers and indicates Ready 
status to both, . 


The external computer may also issue and End Data Transfer command if it has received charac- 
ters in a multiple of 3. A Terminate signal with Ready status is presented to both computers, 
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Status of CIU 


Busy Busy 
Intermediate Intermediate 
Ready 
EXTERNAL Error 
COMPUTER Condition DATANET-30 
. Write 
Special = : Initiate 
Interrupt j 
Read 
Response: 0 hn co ce ee ee Be as cs ee ee ec 
DATA TRANSFER Data 
<a )=— FUNCTIONAL MESSAGE Transfer 
12 CHARACTERS 
Terminate phen NSS oR foe os a ts 
Read 
Response SS eS SS SS SE SS SS SS SS SS Se 
DATA TRANSFER aoe 
3—__—_—_—. Transfer 
Terminate wee la eee ee i) End Data 
a Transfer 
Terminate 
Reset 
Terminate 


END OF SEQUENCE 


DATA TRANSFER 
End Data F 
Transfer > —_———@ Terminate 
Terminate TC 


Figure D-7. Transfer Sequence from DATANET-30 
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EXAMPLE C, Figure D-8 shows a sequence when the external computer cannot accept data, The 
CIU is in a Ready status, and the DATANET-30 issues a Write Initiate instruction, The sequence 
for transfer of the functional (control) message is the same as that described in the previous 
section, Having transferred the functional message, the CIU halts the transfer of data, 


At this point, the external computer cannot accept the data and issues a Write Initiate instruction, 
This causes a Terminate signal to be sent to the DATANET-30 and causes Intermediate status, 
DATANET-30 must now answer with a Read Response, The external computer sends a functional 
message indicating nonacceptance of data, The DATANET-30 must now issue an End Data Transfer 
and terminate the sequence, The DATANET-30 receives a Terminate signal, The DATANET-30 
cannot attempt to do another Write Initiate (DEF8) until the CIU is again in Ready status and 
Terminate is reset, 


CIU931 


Status of CIU 


Busy 


Intermediate Intermediate 


EXTERNAL Error 
COMPUTER Condition DATANET~- 30 
Write 
Special Initiate 
Interrupt 
FUNCTIONAL MESSAGE 
Rea 66 a ae ee a es ee 
Response 
Data 
DATA TRANSFER Teaeren 
; a 12 CHARACTERS 
Terminate 
Cannot accept | [  £3™Q0 7 TUT TTTTTTTS 
data 
Write Terminate 
Initiate 
FUNCTIONAL MESSAGE Read 
a es ese per caer ci sees "eee es’ come, Response 
Dera DATA TRANSFER 
12 CHARACTERS End Data 
Transfer Transfer 
Terminate Terminate 


Figure D-8, Data-Not-Accepted Sequence (DATANET-30 to External Computer) 
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EXAMPLE D, If a parity error occurs (Figure D-9), the CIU halts data transfer, sends Terminate 
to both the external computer and the DATANET-30, and indicates Parity Error status to both. A 
time-out condition has the same results, 


Status of 
CLU 


EXTERNAL | Error | 
COMPUTER Condition DATANET ~ 30 
DATA TRANSFER 
Either Direction 
.—_———— 
Tran|sfer 
Terminate Terminate 
Tranjsfer 
Terminate Terminate 


Figure D-9. Error Condition Sequence 
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PROGRAMMING CONVENTIONS 


The following items cover programming conventions, restrictions, and suggestions that must be 
considered for maximum programming efficiency, 


DATANET-30 Conventions 


The DATANET-30 conventions are as follows: 


1, 


2, 


3. 


10. 


11. 


The status of the CIU is always indicated in the status lines (NES3, 4, 5, and 6). _ 


External status line 9 (NES9) must be checked within every 100 milliseconds to prevent 
time-out in the CIU when a Special Interrupt condition exists, 


External status line 1 (NES1) must be checked within every 100 milliseconds to prevent 
time-out in the CIU during data transfer. 


A Reset Status (RSS) (DEF6) can reset any status except Intermediate, The instruction 
must be issued to reset Parity Error, Time-Out or Command Reject, 


The CIU halts data transfer after the first four DATANET-30 words, This is the halt 
after the functional message, 


If necessary, by issuing a Write Initiate instruction, the DATANET-30 can interrupt and 
terminate data transfer from the external computer during data transfer after the func- 
tional message. The external computer status goes from Busy to Intermediate, The 
DATANET-30 status remains Busy. 


The program must always reset the Terminate signal (DEF5) if Terminate is present, 
before issuing a Read Response or Write Initiate, 


If a time-out occurs before a Read Response by the DATANET-30 is given, Intermediate 
status and Special Interrupt are replaced with Time-Out status and Terminate, 


An End Data Transfer signal at any time from the external computer terminates data 
transfer from the DATANET-30, providing a multiple of 3 characters have been received 
by the external computer. 


There are two ready conditions. The first is Ready status (NES3, 4, 5 and 6), when the 
CIU is ready to accept a Write Initiate instruction. The second occurs when the CIU is 
ready to transfer data (NES1) either to or from the DATANET-30. 


The DATANET-30 must send at leastone more wordto the CIU/external computer follow- 
ing the functional message. 


External Computer Conventions 


The CIU is in all respects a peripheral to the external computer, except that: 


1, 


2. 


DATANET = 50 


The CIU halts data transfer after the first 12 characters, 


If the external computer issues a Write Initiate and does not get a Read Response from 
the DATANET-30 before the 100-millisecond timer times out, the CIU drops the WDN, 
sends Time-Out status and Terminate to both computers, The external computer must 
again try the Write Initiate, 
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3. Data transfer from the DATANET-30 can be interrupted once the Read Response has 
been issued, if the external computer issues an End Data Transfer signal, 


4, The DATANET-30 can interrupt and terminate data transfer from the external computer 
after the functional message has been transferred, 


5. <A Reset Status (RSS) instruction to either computer must be issued only to reset Parity 
Error or Time-Out status, 


6. The timer starts after completion of each command sequence and after each transfer 
of data, 


7. After transfer of the functional message from the DATANET-30, three more characters 
must be transferred from the CIU. If this transfer does not take place, a time out will 
occur. If only one or two characters are transferred and then an End Data Transfer is 
issued by the external computer, the CIU will time out. 


8. The external computer must always receive data from the CIU ina multiple of three 
characters before issuing an End Data Transfer. If all characters are not transferred 
from the CIU, a time out will occur. 


PROGRAMMING EXAMPLES 


Receive Example 


The example in Figure D-10 shows one way information may be received, This is not necessarily 
the way it would be doneinanoperating program, The example assumes that (1) the DATANET-30 
can wait for the external computer to send data, (2) a block of 50 words will be received, (3) an 
area in memory has been reserved for the functional message, (4) a subroutine will analyze the 
functional message, and (5) the data will be stored in a properly assigned area, Also, some error 
checking has been omitted, 


Three symbols have been left undefined intentionally, CHECK and EXIT serve as a means for 
checking status and returning to the main program, ANALCH]1 will depend upon the contents of 
the functional message, 


Transmit Example 


The example in Figure D-11 shows one way information may be transmitted, This is not neces- 
sarily the way it would be done in an operating program, The example assumes that (1) the 
DATANET-30 can wait at various times in the program, (2) the functional message has been pre- 
pared, (3) the data is in memory ready tobe transferred, and (4) a method for determining when to 
send the End Data Transfer signal has been established, Also, Some error checking has been 
omitted, 


Four symbols have been left undefined intentionally, These serve as means for checking status 
of the CIU and returning to the main program, The development of CHECK1, CHECK2, OUT, and 
EXIT will depend upon program design, 


DATANET = 30 
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Figure D-10. Sample Receive Program 


DATANET = 50 
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Figure D-11. 


DATANET = 50 


BRU EXIT 


YES END DATA TRANSFER | 


GOTO MATN PROGRAM 


Sample Transmit Program 
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